The Machining of Holes

engaged automatically as soon as an axial pressure is applied
spindles by means of the hand-feed levers and the feed is also
matically disengaged when the drill has been fed to any desired depth.

d
FIG. 190.

On disengagement of the feed the spindle is returned to the uppermost
position by means of a counterweight or a spring. The spindle heads
may be adjusted up and down the column to accommodate different